ETag: "80d0bb3b759a79bb008bd1cead40ffcf"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 18969
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Judge John A Kronstadt
x-archive-meta-case-cause: 42:2000e  Job Discrimination (Employment)
x-archive-meta-case-name: US Equal Employment Opportunity Commission v. Chapman University et al
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: cacd
x-archive-meta-date-case-filed: 2010-09-20
x-archive-meta-docket-num: 8:10-cv-01419
x-archive-meta-jurisdiction: U.S. Government Plaintiff
x-archive-meta-jury-demand: Plaintiff
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: 442 Civil Rights: Jobs
x-archive-meta-pacer-case-num: 482695
x-archive-meta-referred-to: Magistrate Judge Robert N. Block
x-archive-queue-derive: 0
x-upload-date: 2011-12-12T18:23:27.000Z
